Draft Agenda 

La Plata County Technical Subcommittee 
September 14, 2015 

Wright Water Engineers Office, 1666 N. Main 

Call inf Persona l Phone/Ex. 6 \ Passcode j Personal Phone/Ex. S j 


1) EPA Report on details from mine site including monitoring of flow and pressures of Red & 
Bonita, Mogul, American Tunnel and Gold King and treatment efficiency of Gold King discharge. 

2) Status on Watershed Monitoring Plan 

3) EPA - Status on providing Recreational Exposure Limits on Sediment 

4) EPA - Status on Private Wells Sampling 

5) La Plata County EOM/EPA- Notification Monitoring Network Plan 

6) Next Meeting and Topics 
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